To:  Brozowski,  George[brozowski. george@epa.gov] 

From:  Eppler,  David 

Sent:  Mon  8/1 0/2015  6:37:59  PM 

Subject:  RE:  Gold  King  Mine  Disaster 


Not  yet.  Thanks  for  checking  in.  Keep  in  touch. 


From:  Brozowski,  George 

Sent:  Monday,  August  10,  2015  1:31  PM 

To:  Torres,  Michael;  Adams,  Mikeal 

Cc:  Webster,  Susan 

Subject:  Gold  King  Mine  Disaster 


Good  afternoon  and  is  there  a need  for  IMT  Safety  in  the  field?  Thanks! 


George  P.  Brozowski 

Regional  Health  Physicist/Radon  Coordinator 
US  EPA-R6 

1445  Ross  Avenue  - MS  6PDT 
Dallas,  TX  75202 
214-665-8541  o 
214-755-1530  c 
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